





Grenada Queen Victoria Registered Envelopes 
3.1 McCorquodale & Co |. 1886 


. Four large size envelopes were produced: 


H:8x 5 inches (203 x 127 mm) I: 10 x 7 inches (254 x 178 mm) 


. H2:9 x4 inches (229 x 102 mm) K: 117^ x 6 inches (292 x 152 mm) 
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